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sll SSI ON/ A MINUS DENSITY STREAK OCCURS 0.7 INCHES FROM AND ROUGHLY 
PARALLEL TO THE INBOARD EDGE OF THE 9R FILM FOR THE FIRST 1144 
FRAMES/ A FINE SCRATCH IS NOTED BETWEEN FRAMES 296 AND 1114 
ON THE SR SIDE. THIS SCRATCH IS CAUSED BY A EMULSION LIFTED ON 

296 ^ * T IS CLEARED THROUGH THE CAMERA BY THE MANUFACTURES’ 
SPLICE ON FRAME 1 114/TOTAL TITLED FRAMES ON EACH SIDE 2030 
CLOUD COVER APPROXIMATELY 25 PERCENT* 
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